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Syren (British), speed and coal consumption. 
Victoria and Albert (British), commissioning, 780 ; sea...............086 
Viper, steam turbine 

Triple-screw ships, translation by A. H. Raynial................scsssssees soreee 

Triple-screw ships.—Rear Admiral 
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xxiv ' INDEX. 
Triton, French submarine, 1094 
Tsarevitch, dimensions, 307 ; launch and 509 
Tube expander, Burton plastic pressure............. 208 
Turbine, the marine steam.—Parsons.................... 432 
Turbine steamer, King Edward, particulars................-ccecescceceesccescees 799 
Turbine, steam—steam engine of maximum simplicity and highest ther- 


Turbines, steam, with special reference to Westinghouse-Parsons.......... 112 
Turbo-generator, trial of, after twelve months working 
Turkish cruisers ordered of Cramp and of Elswick. 
Tuscarora, U.S. R. C., launch and description..................s000-sceeeseseee 
Typhon, principal dimensions. 


Vestal, second special trial 284 
Victoria and Albert, commissioning trials, 780; sea trials................... 1108 
Viper, speed, 434; loss of................ 780 
Vittorio Emmanuele dimensions, 299; characteristics..... 503 
Voltage, increase of in U. S. Navy 1080 
Von Buchholtz.— Constructive development of the Diirr boiler in the 
Warship construction in 1900, England............... 


Warships, steamboat equipment of 
Watts, Philip.—Discussion on a fast scout 


Webber, William O.—Test of a centrifugal pumip................ <dhenestiveccn 719 
Webster, H.—Contract trials of the Shubrick and Thornton 586 
Weights, distribution of on Garibaldi, 508 ; distribution of in proposed 

U. S. battleships, 735; distribution of on Reina Margherita............ 790 
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Weatinghouse-Parsons steam 712 
Wetherbee, Chas. P.—Torpedo boats Bagley, Barney and Biddle....... « 651 
White, Sir William.—Discussion on a fast 418 
Williams, Harvey D.—Strength of U. S. standard bolts..................+0 ~ 
Worthington, W. F.—Corrosion of boiler tubes...... 
Yachts. — 
The Boston defender....... 321 
ERRATA. 


Page 435, 8th line, for 25 read 125. 

Page 705, 3d line from bottom, for 3 feet read 3 feet 3 inches. 

Page 802, for Kumano Muru read Kumano Maru. 

Table I, torpedo boat data, helicoidal area of one propeller of Goldsborough 
should be 16.95 square feet. 
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NOTICE. 


1. The subject of the first article in this volume, ‘‘ The Coaling of War- 
ships,’’ is of such importance to the service that it is hoped that members 
and associates will present any suggestions or new matter at hand in a dis- 
cussion, to be printed in the following numbers, 


2. Particular request is made to address all mail intended for the Society, 
simply as follows : 
American Society of Naval Engineers, 
Navy Department, 
Washington, D. C. 


The use of the prefix title ‘‘Secretary-Treasurer’’ causes frequent con- 
fusion in distributing mail, owing to the mail for the Navy Mutual Aid being 


addressed to the ‘‘Secretary-Treasurer’’ of that Association in the same 
Department. 


Payment of Annual Dues regularly early in the year, as called for by the 
By-Laws, will greatly curtail correspondence and, incidentally, lessen the 
running expenses of the Society. 


Dues and Subscriptions for gor are now due. 


4 
ERRATUM. 
Page 64, Peoria, column g: for 3.48 read 34.8. a 
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